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An ordinary cov produces milk enough 
to feed a-bout 5 children a quart a day: 



A good dairy cov produces enough to 
feed about 20 children a quart of milk a day. 

Every Quart of Milk Contains 
Health and a Smile for Some Baby 

« For the Chikirchs Sake « 

* Better Sires - Better Stock* 
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